AMENDMENT NO. 4 JUNE 2012 
TO 
IS 11639 (PART 3) : 1996 STRUCTURAL DESIGN OF 
PENSTOCKS — CRITERIA 


PART 3 SPECIALS FOR PENSTOCKS 


(Page 2, Fig.1, captions) — Substitute “TYPE BEND DETAILS (TYPICAL)’ 
for ‘TYPE BEND DETAILS’ 


(Page 3, clause 4.3) — 
Substitute . _ PD Mota PD 4 
[(2 Cos a(o,.E -0.6P)] [(2 Cos a(o,.E-0.6P)]+C 


(Page 6, Fig. 4, captions) — Substitute ‘Fic. 4 SLEEVE TYPE EXPANSION 
JOINT (TYPICAL)’ for ‘FiG. 4 SLEEVE TYPE EXPANSION JOINT’. 
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